


Shadllow Story: Shallow's Big Farting Night

by Shadllow



Category: 13 1/2
Genre: Family, Romance
Language: English
Status: Completed
Published: 2016-04-09 01:09:42
Updated: 2016-04-09 01:09:42
Packaged: 2016-04-27 21:33:43
Rating: K+
Chapters: 2
Words: 730
Publisher: www.fanfiction.net
Summary: Hey guys, Ok so I made a little uncontrollably story about my sonic character and my favorite sonic character Shadow. Now it maybe weird but its alright, I at least I did the best I can. So, please enjoy my story.





	1. Shadllow Story:Big Farting Night

At night, two married hedgehogs were in their room, one of them was on the bed while the other. They were both black hedgehogs.

One was a muscled hedgehog and the other was a little short and slim.

The male hedgehog was named Shadow, and the female hedgehog is his wife named Shallow. Shallow was sitting up on her hand and knees, while her butt was facing the end side of the bed. Shadow had a camera that can record anything. He was recording his wife for some reason. Shallow giggled.

"Oooh, so big and fat, I can feel how huge it is. Is the camera ready yet?"

"Yeah, its been ready babe." said Shadow smiling. "Good, I can't wait to start, this big one right here is asking to be pushed out." said Shallow. "Well,it's kinda cute." Shadow blushed. Shallow blushed as well, then it was coming. "Ok, wait...for it, its coming out... wait for it...almost there...almo-" a loud sound came from Shallow. she just farted as it was recorded. "Ahh, there we go...oh wait,here's comes an encore, its the same one coming up again." Shallow pushed out the same exact big fart that happened earlier.

Shadow blushed. This is so cute, he thought. Shallow had another one coming, but it was bigger than the last one. "My, I should do this more often, I would like that." she said. Shallow was getting ready to rip up another bigger one. But she stopped. "Mr, Shadow, can you go get me my fart meter please?"

"Alright, I'll go get it, I'll be right back." said Shadow. While he goes back to get it, Shallow farted as the camera kept recording her. "Ooh! haha, that was big, why am I always pushing big farts out? And, why does it feel so good?" she asked herself.


	2. Shadllow Story Part 1: Big One

Shadow came back with the fart meter, it was functional. He gave it to Shallow.

"Ok hon, the fart meter detects only big ones are, it can let me know if it's gonna come out whenever I let it out, how long or short it is, and for it lasts." she said explaining how the machine works.

"I know that already, doesn't it detects from the color?"

"Yeah, that too." Shallow scanned her butt, the meter turned all the way red. Meaning she has a bigger and fatter one. "Yes, it says that its big, somewhat loud, and it'll last 10 seconds." she said. "Alright, you can push it out now babe." Shadow confirmed. The fart meter was right. As she farted, it took a record of how many times she farts. "Ahh, that was cute, aah, I love farting so much, its relaxing, I'm gonna keep farting just to let loose the fat ones." said Shallow blushing. Shadow blushed too. "The camera is still recording after all, sounds like you can go for round two." said Shadow patting Shallow's butt. Shallow let's him touch her butt, she thinks he was comforting it, she also like how he feels it softly. "Mmm, that feels good Mr. Shadow, right there." she said pointing directions to where he can touch her butt cheeks.

The fart meter beeped. It's saying that Shallow has a very fat fart and its tough to push out. Shallow raised her butt high. "Mr. Shadow, you might wanna step back, this one is dangerous, especially when big ones like these get hard to push." she said.

Shadow blushed and replied," I need to keep the camera rolling. It's about to get cute."

Shallow struggled to let the tight thing come loose, its in there strongly. "My, this...fat thing is...so big...very tight, I...I'll just push frequently." she said.

"The fart meter says its not stuck, but its REALLY big. You might have to push harder. If not, wait for it." explained Shadow still blushing.

"I'm trying, it doesn't wanna come out. Haha, I'll wait..." said Shallow.

They wait an hour or so for the fart to soften up. And it did. Shallow can be able to push it now that its a little loosened. "Ok, since its softened, keep the...camera...mmm...mmm, rolling...mmm..." said Shallow giving in to her big fart coming out slightly by itself.


End file.
